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Water Based Matt Finish 
for Walls & All Surfaces 


Stainless 


Paints 


Final Touch 


Water Based Matt Finish Stainless 


WATER BASE MATT FINISH 

Is an anti-Fungal Paint of premium quality. It is 
recommended for Walls & Ceilings. Easy to apply, 
this paint for a luxurious smooth matt finish that is 
highly washable. With excellent stain-resisting 
properties, it is extremely suitable for kitchens, 
bedrooms, corridors and staircases. 


WATER BASE PRIMER 

Is a multi purpose primer that promotes excellent 
adhesion to difficult surfaces. Made from 100% acrylic, 
and seals stains, water base primer is fast-drying & 
ideal for new or painted surfaces. 
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www.alliancepaints.com.pk (az) info@alliancepaints.com.pk | fi) https://(www.facebook.con/alliancepaints 0317-2434595 


Sale Leila! olrall Cpe ely] 
Water Based Matt Finish 
for Walls & All Surfaces 


Stainless 


Vanila White 1849 Cockle Shell 1803 


Off White X 1801 Kitten White 1836 Buttermilk 


Autumn White 1802 Rose White 1805 


Peach 1804 Coral 1839 


The Patterns on this card show approximate colours only 


Final Tou 
Classic 


Shimmering Sky 1826 


Polar Adventure 1843 


Sweet Jewel 1837 Ice Age 


Red Brick 1816 A First Dawn 


K Also Available in Drum (Including White 1800) 


1823 


Torres Blue 1846 


Rose Pink 1808 


Ocean Dip 1848 Pink Violet 1853 


Blue Street 1824 x Orchard Lane 1817 


Cranberry 1820 & 


Night Magic 1819 M&M 


ch 


Paints 


Shingle 
Whisper Red 1806 


Classical 1829 


Patina Pink 1830 & 


~~ Dark Shades apply with Roller 


Ash White *& 


1813 


Lavender White 1850 


White Ice 


Granite 


1814 


1847 & 


Snow White 1838 


Snowfield 1815 


Black 1844 


Chilli Red 1832 % 


Organic Red 


Salsa 


1810 È 


1831 & 


1811 Z 


1851 r 


Spring Blossom 1825 Green Grapes 1828 


Lemon Sorbet 1841 & 


Golden Yellow 1812 x Light Green 1822 


Calm Green 1852 Grass 1842 %. 
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